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Weetslade  Urban  District  Council. 


REPORT  OF  THE  MEDICAL  OFFICER  OF 
HEALTH  FOR  THE  YEAR  1914. 

- - >  +  < - - 

TO  THE  CHAIRMAN  AND  MEMBERS  OF  THE 
WEETSLADE  URBAN  DISTRICT  COUNCIL. 

Gentlemen. — 

I  have  the  honour  to  present  to  you  my  Annual  Report 
dealing  with  the  Health  and  Sanitary  Condition  of  your  District 
during  the  year  1914. 

NATURAL  AND  SOCIAL  CONDITIONS  OF  THE 

DISTRICT, 

The  area  of  the  District  is  2,257.837  acres,  and  the  popula¬ 
tion  at  the  Census  of  1911  was  6,701.  The  population  as  now 
estimated  is  6.876. 

The  district  is  flat  and  low-lying.  A  few  of  the  inhabitants 
are  engaged  in  agriculture,  but  the  majority  are  employed  in  coal 
mining. 


WATER  SUPPLY. —  The  whole  district  receives  a  supply 
of  pure  water  from  the  mains  of  the  Newcastle  &  Gateshead  Water 
Company.  The  stand-pipe  system  of  distribution  is  chiefly  in  use 
in  the  district,  but  a  separate  service  for  each  dwelling  is  now  required 
for  all  new  houses. 

There  are  four  private  shallow  wells  in  use  in  the  district. 

DRAINAGE  &  SEWERAGE.  The  houses  in  Dudley  and 
Annitsford  are  drained  into  the  Annitsford  Irrigation  Grounds.  The 
houses  in  Seaton  Burn  Village  are  drained  into  the  irrigation  ground 
there;  and  the  sewage  from  Hazelrigg  and  Wideopen  is  dealt  with 
at  modern  sewage  disposal  works  at  the  latter  place. 
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The  Seaton  Burn,  which  passes  through  the  district,  receives 
the  effluent  from  the  two  irrigation  grounds,  and.  in  addition,  crude 
sewage  from  Telford's  Buildings.  Dudley;  and  Trewick’s  Buildings, 
Annitsford. 

Prior  to  the  outbreak  of  war.  a  scheme  was  under  con¬ 
sideration  for  dealing  in  a  more  modern  and  comprehensive  manner 
with  the  sewage  from  Seaton  Burn.  Dudley,  and  Annitsford. 


CLOSET  ACCOMMODATION  AND  SCAVENGING. 
The  number  of  privies  and  ash-closets  in  the  district  will  be  found 
in  the  tabular  statement  of  the  Sanitary  Inspector.  The  number 
of  privies  converted  to  ash  -  closets  during  the  year  was  only  17. 
In  1913  there  were  42  conversions,  and  in  1912,  40.  In  my  last 
annual  report  I  drew  attention  to  the  insanitary  condition  of  the 
middens  and  privies  at  Knight’s  Buildings,  Dudley.  I  reported  this 
matter  to>  you  in  May,  1913,  and  the  necessary  notice  was  served  to 
the  owner.  The  notice,  however,  has  not  been  enforced,  and,  at 
the  time  of  writing,  the  middens  and  privies  are  still  in  the  same 
condition. 


SLAUGHTER-HOUSES.  There  are  in  the  district  now 
only  three  licensed  slaughter-houses — one  in  Dudley,  one  in  Annits¬ 
ford,  and  one  in  Seaton  Bum.  The  licenses  of  two>  wooden  buildings, 
formerly  licensed,  have  not  been  renewed.  The  slaughter-house  in 
Annitsford,  which  is  still  licensed,  is  a  wooden  building,  and  it  is 
not  advisable  that  the  license  be  renewed  this  year. 

I  inspected  the  slaughter-houses,  and  my  remarks  about 
the  Seaton  Burn  Store  one, — in  my  last  report — still  apply. 


COWSHEDS  &  DAIRIES.— The  various  cowsheds  and 
dairies  in  the  district  were  inspetced  and  found  to  be  satisfactory. 


WORKSHOPS,  &c. — The  eight  workshops  in  the  district 
consist  of  three  joiners’  shops,  one  blacksmith’s  shop,  one  tailor’s 
shop,  and  three  dressmakers’  rooms,  all  having  been  inspected  and 
found  satisfactory.  There  are  no  factories,  no  bakeries,  and  no 
“  out-workers  ”  in  the  district. 


HOUSING. — A  tabular  statement  of  the  work  done  under 
the  Housing  and  Town  Planning  Act  is  appended. 

Only  one  self-contained  house  and  four  houses  in  flats  (eight 
tenants)  were  erected  during  tha  year. 
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CHARACTER  AND  SUFFICIENCY  OR  OTHERWISE  OF  HOUSES  FOR  THE 

WORKING  CLASSES. 

About  one-half  of  the  houses  are  old  (40  to*  60  years  or 
more)  and  are  of  a  very  unsatisfactory  type.  Their  floors  are  often 
irregularly  paved;  their  walls  and  floors  damp;  they  are  badly 
ventilated,  and  have  in  many  cases  low  attic  bedrooms  which  are 
badly  lighted  and  still  more  badly  ventilated,  and  reached  by  ladders. 
A  considerable  proportion  are  “  free  ”  or  colliery  houses,  and  there 
are  over  100  back-to-back  houses. 

An  insufficiency  oif  houses  exists.  There  are  no*  vacant 
houses.  Married  sons  and  dai  ghters  have1  in  many  cases  to*  continue 
living  with  parents,  and  overcrowding  usually  results.  It  is  a  general 
complaint  among  the  tenants  of  the  older  houses,  many  of  which 
have  recently  been  inspected  by  the  Sanitary  Inspector  and  myself, 
that  they  cannot  get  larger  or  better  houses,  though  they  would  like 
to  do  so. 


Practically  no*  houses  are  being  built  by  private,  enterprise 
except  a  few  in  the  Wideopen  part  of  the  district.  A  good  number 
of  houses  are  so  old,  and  in  such  bad  condition,  that  they  are  unfit 
for  human  habitation.  A  considerable  number  are  in.  such  a  state 
that  they  would  have  to*  be  vacated  for  a  time  to*  allow  of  the 
necessary  repairs  and  alterations  being  carried  out.  Owing  to*  the 
scarcity  of  houses  there  is  difficultv  in  dealing  with  these  satisfactorily. 
A  short  time  ago  I  recommended  that  closing  orders  be  made  in 
respect  of  a  number  of  houses,  but  the  question  was  asked  :  Where 
would  the  tenants  go  if  they  had  to*  quit  their  present  homes  ? 

There  is  much  overcrowding  in  the  district.  Overcrowding 
is  more  real  than  might  appear  from  the  average  number  of  persons 
per  house  (census  1911),  viz.,  4.76,  as  44%  of  the  houses  are 
tenements  of  one  or  two  rooms,  and  only  26  %  have  four  rooms 
or  more.  In  many  of  the  four-roomed  tenements  two*  of  the  rooms 
are  small  attic  bedrooms,  many  of  which  are  in  such  a  bad  state 
that  the  tenants  do'  not  use  them.  The  question  of  overcrowding 
was  recently  considered  by  the  Council.  In  one  case  11  persons 
were  living  in  two*  rooms;  action  was  taken,  but  the  people  found 
it  impossible  to  get  a  larger  house.  For  this  reason,  i.e.,  scarcity 
of  houses,  the  Council  were  unable  to*  deal  with  overcrowding  except 
in  cases  where  this  was  due  to*  the  presence  of  lodgers. 

Rents  are  in  many  cases  excessive.  The  rent  of  a  one- 
roomed  tenement  varies  from  2/5  to*  3/-  per  week.  An  old  house 
consisting  of'  one  room  and  an  attic  is  let  for  3/6  per  week.  The 
rent  of  a  three-roomed  house  varies  from  3/3  to*  5/6,  and  of  a  four- 
roomed  house  from  5/4  to  7 16, 
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For  all  these  reasons,  I  think  it  is  evident  that  there  is 
not  a  sufficiency  of  houses,  and  the  Council  will  in  the  near  future 
have  to  consider  the  need  for  the  erection  of  houses  under  Part  III. 
of  the  Housing  of  the  Working  Classes  Act,  1890. 

Nothing  has  yet  been  done  to  improve  the  houses  in 
Grieves’  Row,  although  I  made  a  report  on  the  state  of  these  houses 
in  November,  1913. 

Back  Wansbeck  Road  and  side  streets  have  now  been 
paved,  and  great  benefit  has  resulted. 

SANITARY  ADMINISTRATION. —A  statement  of  the 
work  done  by  your  Inspector  of  Nuisances  is  appended. 

INFECTIOUS  DISEASES. —  There  were  notified  to  me 
141  cases  of  Infectious  Disease,  viz.,  114  cases  of  Scarlet  Fever, 
12  of  Diphtheria,  7  of  Enteric  Fever,  6  of  Erysipelas,  and  2  of 
Puerperal  Fever.  They  were  distributed  in  the  district  as  follows  : — - 
In  Dudley  77  cases  of  Scarlet  Fever,  2  of  Diphtheria,  2  of  Erysipelas, 
2  of  Puerperal,  and  1  of  Enteric.  In  Seaton  Burn  there  were  6  of 
Scarlet  Fever,  6  of  Diphtheria,  2  of  Enteric,  and  2  of  Erysipelas. 
In  Annitsford  22  of  Scarlet  Fever,  2  of  Enteric,  and  1  of  Erysipelas. 
In  Wideopen  and  Hazelrigg  9  of  Scarlet  Fever,  4  of  Diphtheria,  2  of 
Enteric,  and  1  of  Erysipelas. 

Dudley  has  thus  by  far  the  largest  number  of  cases,  chiefly 
Scarlet  Fever,  which  disease  has  been  epidemic  in  the  district,  first 
in  Seaton  Burn  and  then  in  Dudley  and  Annitsford,  since  the  middle 
of  1912. 


TUBERCULOSIS.  —  There  were  notified  16  cases  of 
Pulmonary  Tuberculosis  and  13  of  non-Pulmonary.  In  Dudley  there 
were  3  of  Pulmonary  and  7  of  non-pulmonary;  in  Seaton  Burn  6  of 
the  Pulmonary  form  and  5  of  the  non-pulmonary  form  ;  in  Annitsford 
there  were  3  pulmonary  and  1  non-pulmonary ;  in  Wideopen  3  pul¬ 
monary,  and  in  Hazelrigg  1  pulmonary. 

VITAL  STATISTICS. — There  were  registered  as  having 
occurred  in  the  district  during  the  year,  235  births.  To1  these  must 
be  added  one  birth  which  occurred  in  another  district,  but  belonging 
to  the  district,  making  the  nett  number  of  births  236,  and  the  birth¬ 
rate  for  the  year  34.3  per  1,000  of  the  population.  This  is  an 
increase  of  4.5  over  the  preceding  year.  Of  the  children  born.  128 
were  male  and  to8  female.  There  were  8  illegitimate  births,  which 
is  equal  to  an  illegitimate  birth-rate  of  1.16  per  1,000,  thus  being 
0.15  higher  than  the  preceding  year. 
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The  number  of  deaths  registered  in  the  district  was  105, 
equivalent  to  a  death-rate  of  15.2.  One  of  the  deaths  was  of  a  non¬ 
resident,  and  has  to  be  deducted,  whilst  two  deaths  of  residents 
occurred  outside  the  district  and  have  to  be  added.  The  nett  deaths, 
therefore,  belonging  to  the  district  number  106,  the  equivalent  death- 
rate  being  15.4.  This  has  to  be  corrected,  however,  for  age  and 
sex  distribution  by  multiplying  bv  0.9786,  the  factor  provided  by  the 
Registrar-General.  Thus  the  final  corrected  death-rate  is  15.07  per 
1,000  per  annum. 

There  were  18  more  deaths  than  in  the  previous  year,  and 
the  death-rate  is  2.7  higher,  whilst  it  exceeds  the  average  of  the 
preceding  five  years  by  1.8. 

I  regret  to  say  that  there  was  an  increase  in  the  number 
of  infant  deaths,  31  infants  having  died  under1  one  year  of  age,  as 
against  22  in  the  preceding  year,  an  increase  of  9.  The  infantile 
mortality  rate  has  therefore  risen,  from  107.3  in  T9T3  t°'  131.3  in 
1914,  and  was  3.2  higher  than  the  mean  of  the  preceding  five  years. 

It  is  satisfactory,  however,  that  this  higher  infantile  death- 
rate  was  not  due  to  the  prevalence  of  diarrhoea]  diseases,  there 
being  only  one  death  from  Enteritis.  There  was  one  death  from 
Whooping  Cough.  Bronchitis  and  Pneumonia  were  the  cause  of  six, 
and  Convulsions  of  ten. 

Twelve  deaths  were  due  to  Premature  Birth  and  Congenital 
Weakness,  the  high  rate  being  largely  due  to  this  factor. 

The  largest  number  of  deaths  (31)  again  occurred  under 
one  year  of  age,  and  the  next  largest  (27)  in  the  age  group  of  65 
years  and  upwards.  The  smallest  number  occurred  between  the  ages 
of  5  and  15  years. 

There  was  one  death  from  Whooping  Cough,  one  from 
Diphtheria,  and  one  from  Enteritis,  the  zymotic  death-rate  being 
0.43  per  1. 000  compared  with  0.73  for  the  preceding  year.  There 
was  one  death  from  Puerperal  Fever.  There  were  8  deaths  from 
Pulmonary  Tuberculosis,  the  phthisis  death-rate  being  1.16  per  1,000, 
less  than  the  preceding  year  by  0.58.  There  were  two  deaths  from 
Tuberculous  disease  of  the  brain,  and  two>  from  Tuberculous  Disease 
of  other  parts  of  the  body.  The  deaths  from  Respiratory  Diseases 
numbered  14,  and  the  death-rate  was  2.03,  a  decrease  of  0.44. 

By  studying  Table  V.  you  will  be  able  to  compare  the 
death  and  infantile  mortality  rate  of  the  different  parts  of  the  district. 
The  highest  birth-rate  was  again  in  Annitsford,  whilst  Dudley  this 
year  had  the  lowest. 
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The  number  of  deaths  thai  occurred  in  Annitsford  was 
out  of  all  proporion  to  its  size,  the  death-rate  there  being  by  far 
the  highest,  viz.,  25.3  per  1,000 ;  whilst  the  rate  in  Hazelrigg  and 
Wideopen  was  14.0;  in  Dudley  13.7;  and  in,  Seaton  Burn  only  11.05. 

The  infant  death-rate ■  was  also  highest  in  Annitsford,  viz.. 
1 83.3  per  1,000  births.  This  means  that  though  in  Annitsford  more 
children  were  born  in  proportion  to1  the  population,  there  wras  com¬ 
paratively  a  greater  wastage  of  infant  life  than  in  other  parts  of  the 
district. 


In  Dudley  also  the  infant  death-rate  was  too  high,  viz.,  15 1 
per  1,000;  whilst  in  Wideopen  and  Hazelrigg  it  has  dropped  below 
100;  and  in  Seaton  Burn  was  as  low  as  68.9. 

In  vital  statistics  Seaton  Burn  has  the  best  record  for  the 
past  year. 


4.  J.  WATSON  STEPHEN, 

D.P.H. 


Newcastle  -  on  -  T\  ne, 

March  16th,  19  j  5. 


TABLE  L — Vital  Statistics  of  Whole  District  during-  1914  and  previous  years. 
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TABLE  II. 

Cases  of  Infectious  Disease  notified  during  the  year  1914. 
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Isolation  Hospital  or  Hospitals,  Sanatoria,  etc.  •  •  .  j  .  •  j  ,i  j-  .  •  . 

A  (is  situated  outside  the  district. 
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TABLE  III* 

Causes  of,  and  Ages  at  Death  during  the  Year  1914. 


C4H  ' . 

Nett  Deaths  at  the  subjoined  ages  of 
“Residents  ”  whether  occurring 

her  c 

Non 

bitu- 

fict. 

within  or  without  the  District. 

£  03 

f~i  1 — 1  ‘r< 

fe  ° 

Causes  of  Death. 

All  ages. 

Under  1 
year. 

1  and  under 

2  years . 

2  and  under 

5  years. 

5  and  under 

15  years. 

15  and  under 

25  years. 

25  and  under 

45  years. 

45  and  under 

65  years. 

65  and  up¬ 

wards. 

Total  Deaths  7 

“  Residents  ” 

Residents  ”  b 

tions  in  the  " 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

AH  Causes  {  ^ 

103 

2 

31 

5 

8 

4 

7 

8 

1 

13 

1 

27 

Enteric  Fever 

Small  Pox  . 

Measles  ... 

Scarlet  Fever 

Whooping  Cough 

1 

1 

Diphtheria  and  Croup 

Influenza 

1 

1 

Erysipelas 

Phthisis  (Pulmonary  Tuberculosis) 

8 

1 

1 

4 

2 

Tuberculous  Meningitis  ... 

2 

2 

Other  Tuberculous  Diseases 

2 

2 

Cancer,  malignant  disease 
Rheumatic  Fever 

4 

2 

2 

1 

1 

Meningitis 

1 

1 

Organic  Heart  Disease 

10 

1 

4 

5 

Bronchitis 

6 

4 

1 

1 

Pneumonia  fall  forms) 

7 

2 

1 

2 

2 

Other  diseases  of  Respiratory  organs 

1 

1 

Diarrhoea  and  Enteritis  ... 
Appendicitis  and  Typhlitis 

Cirrhosis  of  Liver 

Alcoholism 

1 

1 

Nephritis  and  Bright’s  Disease 

1 

1 

Puerperal  Fever  ... 

1 

1 

Other  Accidents  and  diseases  of  ) 

T 

Pregnancy  and  Parturition  j 

o 

2 

l 

Congenital  Debility  and  Malfor-  1 
mation,  including  Premature  Birth  J 

8 

8 

Violent  Deaths,  excluding  Suicide 

3 

1 

2 

Suicides  ... 

Other  Defined  Diseases 

42 

15 

3 

1 

1 

1 

2 

19 

Diseases  ill-defined  or  unknown 

2 

1 

1 

105 

31 

5 

8 

4 

7 

9 

14 

27 
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TABLE  Ilia. 


Allocation  of  Zymotic  Deaths  to  Sub-Districts. 


a  • 

Wideopen 

© 

O  3 

?h 

Whole 

2 

e3  fl 

m  M 

Annitsford. 

an  d 

District. 

hH 

Hazelrigg. 

Enteric  Fever 

Small-pox 

Measles 

Scarlet  Fever 
Whooping-cough 

1 

1 

Diphtheria  and  Croup 
Diarrhoea  and  Enteritis 

1 

1 

(under  2  }'ears) 

1 

1 

• 

TOTALS 

2 

1 

3 

TABLE  IV 


INFANT  MORTALITY. 


1914.  Nett  Deaths  from  stated  causes  at  vari  '  Ages  under  1  Year  of  Age. 


CAUSES  OF  DEATH. 

Uuder  i  week. 

i-2  weeks. 

co" 

24 

<U 

£ 

ro 
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CO 

<D 

<11 

£ 

i 

rrt 

Total  under 

4  weeks. 

4  weeks  and 

under  3  months. 

3  months  and 

under  6  months 

— 

6  months  and 

under  g  months 

9  months  and 

under  12  months 

Total 

Deaths 

under 

One 

Year. 

A11  ~  >  Certified 

All  Causes  1  Uncertified 

Whooping-Cough 

1 

1 

Convulsions 

i 

i 

2 

4 

1 

2  . 

10 

Bronchitis 

1 

2 

1 

4 

Pneumonia  (all  forms)  . . 

1 

1 

2 

Enteritis 

1 

1 

Atelectasis 

4 

4 

4 

(  Premature  Birth 

2 

i 

3 

3 

<  Atrophy,  Debility  and 

(  Marasmus 

2 

i 

3 

1 

1 

5 

Other  Causes 

i 

i 

1 

6 

3 

3 

12 

4 

9 

2 

4 

31 

Nett  Births  in  the  Year 


( 

l 


legitimate,  228. 
illegitimate,  8. 


Nett  Deaths  in  the  Year  of  (  legitimate  infants  28 

^  illegitimate  infants  3 


FORM  V 


1914. 


Sub-Districts. 

Population 
( middle 
of  1914) 

Births 

(Nett). 

No.  Bate. 

Deaths 

(Nett). 

No.  Bate. 

Infant  Deaths 
(Nett). 

No.  Bate. 

Dudley 

2981 

86 

28'8 

41 

13-7 

13 

151-1 

Seaton  Burn 

1628 

58 

35'6 

18 

11-05 

4 

68-9 

Annitsford  ... 
Wideopen  \ 

1339 

60 

44-8 

34 

25-3 

11 

183-3 

and  >  ... 

Hazelrigg  ) 

928 

31 

33*4 

13 

14-0 

3 

96-7 

Whole  District 

6876 

236 

343 

105 

15-2 

31 

13P3 

ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH  FOR  THE  YEAR  1914 
FOR  THE  URBAN  DISTRICT  OF  WEETSLADE. 

On  the  Administration  of  the  Factory  and  Workshop  Act,  1901,  in  connection  with 
Factories,  Workshops,  Workplaces,  and  Homework. 

1.— INSPECTION  OF  FACTORIES, ■•WORKSHOPS  AND  WORKPLACES 

Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors  of  Nuisances. 


Number  of 

Premises. 

1 

Inspections. 

2 

Written  Notices. 
3 

Prosecutions. 

4 

FACTORIES 

(Including  Factory  Laundries) 
WORKSHOPS 

(Including  Workshop  Laundries) 
WORKPLACES  ... 

(Other  than  Outworkers’  premises 
included  in  Part  3  of  this 
Report.) 

8 

Nil 

Nil 

Total 

8 

0 

0 

2.— DEFECTS  FOUND  IN  FACTORIES,  WORKSHOPS  AND  WORKPLACES. 


Number  of  Defects. 

Particulars. 

Referred  to 

Number 

Found. 

Remedied. f 

H.M. 

of 

Inspector. 

Prosecutions. 

1 

2 

3 

4 

5 

Nuisances  under  the  Public  Health  Acts: — 

Want  of  Cleanliness 

Want  of  Ventilation 

Overcrowding 

Want  of  Drainage  of  Floors 

Other  Nuisances 

Nil 

Nil 

Nil 

Nil 

e  •,  r  insufficient 

Sanitary  (  .,  .  .  ,  £  , . 

*  )  unsuitable  or  detective 

Nil 

Nil 

Nil 

Nil 

Accommodation  ^  not  separate  for  sexes 
Offences  under  the  Factory  and  Workshop 

Acts  : — 

Illegal  occupation  of  underground 
bakehouse  (s.  101) 

Breach  of  special  sanitary  requirements 

Nil 

Nil 

Nil 

Nil 

for  bakehouses  (ss.  97  to  100) 

Other  offences 

(Excluding  offences  relating  to  outwork 

which  are  included  in  Part  3  of  this 
Report) 

Total  ... 

Nil 

Nil 

Nil 

Nil 

3.— HOME  WORK.  Nil. 

4.— REGISTERED  WORKSHOPS. 


Workshops  on  the  Register  (s.  131)  at  the  end  of  the  year. 

1 

Number. 

2 

Joiner’s  Shops 

3 

Blacksmith’s  Shop 

1 

Tailor’s  Shop 

1 

Dressmaker’s  Rooms 

3 

Total  number  of  workshops  on  Register  ... 

8 

5.— OTHER  MATTERS.  Nil. 

March  13th,  1915.  A.  J.  WATSON  STEPHEN,  Medical  Officer  of  Health. 
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WEETSLADE  URBAN  DISTRICT  COUNCIL. 


- < - 

SURVEYOR’S  AND  INSPECTOR  OF  NUISANCES’ 

ANNUAL  REPORT. 


March,  1915. 


- >—«6  •£>■£»— < - 

TO  MESSRS.  THE  CHAIRMAN  AND  MEMBERS  OF  THE 
WEETSLADE  URBAN  DISTRICT  COUNCIL. 

Gentlemen, — 

I  beg  to  submit  to  you  my  Annual  Report  for  the  year 
ending  December  31st,  1914. 

NEW  BUILDINGS.  —  During  the  year  five  houses  have 
been  erected  —  two  houses  in  flats  at  Annitsford  and  two  houses 
in  flats  and  one  self-contained  at  Wideopen.  Drains  were  laid  and 
tested  and  w.c’s  provided. 

PRIVATE  STREET  WORKS  ACT,  1892. —  Under  the 
above  Act  the  streets  known  as  Back  Wansbeck  Road,  Back  Wans- 
beck  Terrace  and  side  streets,  have  been  paved  and  made  good  at  a 
cost  of  ^£325. 

I  prepared  Estimates  and  Provisional  Apportionments  for 
street  leading  from  the  Station  to1  east  cf  Middle  Row,  Dudley;  also 
for  Wheatlev  Terrace,  Dudley. 

SEWERS,  DRAINS,  &  SEWAGE  DISPOSAL.— During 
the  year  the  Outfall  Works,  at  Wideopen  have  worked  very  well,  and 
the  effluent  has  been  of  a  satisfactory  character.  I  find  these  works 
require  very  careful  attention. 

Seaton  Burn  Irrigation  Grounds  :  These  Grounds  are  doing 
their  work  much  more  satisfactorily  since  a  full  -  time  man  was 
employed,  although,  in  my  opinion,  they  will  never  be  perfect  under 
the  conditions  which  exist. 

Annitsford  Irrigation  Grounds  :  These  grounds  are  in  very 
much  the  same  condition  as  they  were  a  year  ago.  The  proposed 
work  which  was  intended  to  be  completed  remains  in  an  unfinished 
state  pending  the  adoption  of  the  proposed  new  scheme.  Conse¬ 
quently  the  sewage  is  deposited  on  to  the  Grounds  direct.  In  my 
opinion  the  joint  scheme  for  Seaton  Burn,  Dudley  and  Annitsford 
will  be  a  great  advantage  to  the  District. 
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Scavenging :  The  Scavenging  of  your  district  has  been 
carried  out  as  in  previous  years,  viz.,  by  Contract,  which  system  has 
many  disadvantages,  and,  in  my  opinion,  the  Council  should  take 
into  serious  consideration  the  question  of  purchasing  Horses  and 
Carts  and  doing  this  work  themselves. 

The  cost  of  scavenging  the  whole  District  was  ^568  10s, 
and  this  does  not  include  the  cost  of  scavenging  the  several  military 
billets  in  the  District.  This  amount  is  an  increase  of  ^61  over 
1913,  and  ^122  over  the  year  1912. 

The  following  table  shows  the  cost  of  scavenging  in  each 

district 


No.  of 

Cost 

A  mount 

of 

Houses. 

per  House. 

Contract. 

s. 

£ 

s. 

d. 

Dudley  Districts  1  and  2 

631 

7-76 

245 

0 

0 

Seaton  Burn  Districts  1  and  2 

340 

947 

161 

10 

0 

Wideopen  District  3  ... 

234 

5  64 

66 

0 

0 

Annitsford  District  4  ... 

284 

6  76 

96 

0 

0 

1489 

763 

507 

10 

0 

Number  of 
Conveniences. 

Uncovr’d 
Privies 
&  Ashpits 

Covered 

Privies 

and 

Ashpits. 

Ash 

Closets. 

Water 

Closets. 

Ash- 

bins. 

Wideopen  and  Coach  Lane 

37 

12 

175 

28 

14 

Seaton  Burn 

141 

63 

69 

10 

1 

Dudley  ... 

133 

115 

l77 

43 

4 

Annitsford 

50 

99 

113 

16 

4 

361 

289 

534 

97 

23 

LIGHTING.— The  whole  of  your  District  is  lighted  by 
Gas  supplied  by  the  Newcastle  &  Gateshead  Gas  Company.  There 
are  167  lamps  erected,  the  cost  being  as  follows: — 


£3 

s. 

d. 

s.  d. 

Cost 

of  Gas 

1 1 2 

2 

2 

Cost  per  lamp 

T3  4-53 

,,  Maintenance 

68 

6 

3 

8  2.76 

>> 

„  Labour 

]  08 

9 

8 

>>  )) 

12  11.90 

288  j8  1 


s.  34  7.19 
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WATERWORKS. — Part  of  your  District  is  supplied  by  the 
Newcastle  &  Gateshead  Water  Company  direct,  viz.,  Hazelrigg,  and 
part  of  Wideopen.  The  remaining  portion  of  your  District  is  supplied 
by  the  same  Company  through  meter.  Seaton  Burn,  Dudley,  and 
Annitsford  are  mostly  supplied  by  public  stand-posts.  All  new  houses, 
however,  have  the  water  laid  in;  and,  in  addition,  the  Council  have 
during  the  year  extended  the  3  ”  main  in  the  Seaton  Burn  district. 
Eleven  old  houses  have  had  the  water  laid  in. 

The  consumption  of  water  for  domestic  use  in  the  several 
districts  has  been  as  follows  : — 

Dudley  and  Annitsford,  20,907,000  gallons  (average 
consumption  per  head  per  day,  13.52  gallons.) 

Seaton  Burn  &  Wideopen,  6,331,000  gallons  (average 
consumption  per  head  per  dav,  7.92  gallons.) 

Total  for  Domestic  Purposes,  27,268.000  gallons. 

'The  average  consumption  per  head  per  day  on  the  "whole 
District  is  11.62  gallons. 

The  total  consumption  of  water  for  all  purposes  in  the  Dis¬ 
trict  has  been  36.505,000  gallons. 


HOUSING  (INSPECTION  OF  DISTRICT)  REGULATIONS,  1910. 

1914.  Tabular  Statement  as  required  by  Article  V. 
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Total  for  Whole  126  11  6  Ml.  Nil.  12  Nil. 
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SANITARY  INSPECTOR’S  ANNUAL  REPORT. 
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Name  of  District  : 

Weetslade  U.D.  Council. 

Population:  6,701. 

Name  of  Inspector : 

JOHN  DINSDALE. 

Number  of  Inspections  made 

Number  of  Defects  or  Contraven¬ 
tions  of  Bye-laws  found 

Number  of  informal  notices  by 
Inspector 

Number  of  Defects  or  Contraven¬ 
tions  remedied  after  informal 
notice. 

Number  of  Statutory  Notices 
served  by  Local  Authority 

Number  of  Defects  or  Contraven¬ 
tions  remedied  after  Statutory 
Notice 

